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Hydrogenation catalysts, 70
Hygiene, 23
Hypersensitivity, 35

Ignition sources, 59
Ignition temperature

definition of, 58

of common laboratory chemicals

(Table), 60

Impact-protection goggles, 156
Incineration

of animal tissues, 238

of hazardous wastes, 241

of waste solvents, 241
Incinerators, 241

Incompatible chemicals (Table), 73
Induction motors, 181
Industrial hygiene sampling equipment,

suppliers of, 210

Ingestion as route of exposure, 32
Ingestion of chemicals, treatment of, 178
Inhalation as route of exposure, 31
Injection as route of exposure, 33
Inorganic arsenic, 37
Instructional laboratories, 5, 13
Insulated gloves, 158
International Agency for Research on Can-
cer, list of carcinogens, 38
Intumescent materials, 227
lodates, 65
Iodine, 103, 232

Irrigation of eyes (see eyewash fountains)
Irritation, skin, 33, 35, 178
Isocyanates, 35
Isolation areas

emergencies in, 172

ventilation of, 208
Isopropylbenzene, peroxide formation in,

63
Isopropyl ether (see diisopropyl ether)

Jump suits, 161

Kevlar gloves, 158

Kitchen appliances, laboratory use of, 181

Labels, 27
ANSI 129.1,216

for hazardous substances, U.S. Depart-
ment of Transportation, 215

Laboratory aprons, 161

Laboratory coats, 160

Laboratory   facilities,   recommendations

for, 12

Laboratory hazards, nature and scope of, 1
Laboratory hoods, 199

airflow patterns in, 203

capture velocities of, 206

design and construction of, 201

evaluation of performance, 202

exhaust ports, 194

face velocities of, 203

performance of, 202

references to studies of, 211

storage in, 200

utility controls for, 180

working space in, 199
Laboratory housekeeping, 24
Laboratory safety program, goals of, 5
Laboratory ventilation, general (see gen-
eral laboratory ventilation)
Laminated safety glass shields, 170
Landfills, 242
LC50, defintion of, 105
LD50, definition of, 105
Lead, 34

Lead compounds, 34, 146, 232
Leaking compressed gas cylinders, han-
dling of, 236

Leather, chemical spills on, 161
Leather gloves, 157
Legal liability, 6
Lenses

contact, 155, 168

for safety glasses, 155
Liability for laboratory hazards, 6
Limits of flammability, 58

of common laboratory chemicals (Ta-
ble), 60

Line cords, 180
Liquefied gases, 61

handling of, 85
Liquid air, 26, 61

Liquid chemical wastes, disposal of, 232
Liquid hydrogen, 62
Liquid nitrogen, 26, 61

as coolant for cold traps, 70, 88
Liquid oxygen, 119

Literature on laboratory safety, recom-
mendations for, 14
Lithium, 119, 122